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N telephone poles the spacing 

of wires is limited by the 

closeness with which they can 
be installed without coming in con- 
tact when swung by the wind. Until 
recently Bell System practice has 
called for a separation of twelve 
inches but field tests, made over a 
period of several years, show that 
eight inches is enough in many situa- 
tions. This couples the wires of a pair 
more closely and reduces the noise 
induced from external sources such as 
radio broadcasting stations, static and 
crosstalk between circuits. These im- 
provements in turn make possible the 
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Spacing 
of 


Telephone 
Wires 


By J. A. CARR 
Outside Plant 


transmission of higher carrier 
frequencies which provide for 
additional telephone channels. 

The chance of two parallel 
wires contacting in the wind 
was studied theoretically but 
difficulties were encountered 
in allowing for wind gusts and 
the same limitation applies to 
tests of model lines in a wind . 
tunnel. In the Laboratories 
studies, therefore, a full-scale 
test was undertaken and lines 
were erected on high ground 
at Chester, New Jersey, where 
they were exposed to strong 
northwest winds.* Two pole 
lines with spans from 100 to 260 feet 
long were erected in a direction ap- 
proximately across the prevailing 
wind. Lateral spacings of three, four, 
six, eight and twelve inches between 
the wires of a pair were provided and 
the sag range was from six inches in 
100-foot spans to forty inches in 260- 
foot spans, in conformity with Bell 
System practices. Apparatus was pro- 
vided to record graphically the num- 
ber of contacts occurring on each pair 


*During the eight years this test was under way 
the instantaneous wind velocities reached 60 miles 
per hour on several occasions each year and ex- 
ceeded 70 miles per hour on at least one. 
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of wires and simultaneously the ve- 
locity and direction of the wind. The 
temperature and other weather condi- 
tions and the sag of the wires were 
recorded at regular intervals by an 
attendant. 

From the data obtained an empiri- 
cal equation was derived for the rela- 
tionship between the instantaneous 
wind velocity, v, normal to the line at 
the time contacting begins and the 
fundamental factors of wire sag, d, 
spacing, s, and span length, L, namely: 


0-1 2.1 
( I ) 


v is in miles per hour; L in feet, and 
s and d in inches. A nomogram of 
this relationship which applies when 
both wires of a pair have the same sag 
is shown in Figure 2. 
The data were insuffi- 
cient to develop a simi- 
lar relation for wires of 
unequal sag. 

With this equation 
or the nomogram the 
approximate wind ve- 
locity at which con- | 
tacting begins for any 
lateral separation of 
wires within the scope 
of the tests can be de- 
termined. The fre- 
quency of occurrence | 
of certain velocities in 
a given section of the 
country indicates the 
likelihood of wires sep- 
arated by a _ given 
amount coming into 
contact. At Chester 


winds of forty miles 
per hour and higher 
occur about twice as 
often as those of forty- 
five miles per hour and 


higher. Thus a given 
December 1938 


wire arrangement on which contacts 
begin to occur at a wind velocity of 
forty-five miles per hour would be sub- 
ject to contacting only about half as 
often as one on which contacts begin to 
occur at forty miles per hour. 

The equilibrium position of a span 
of wire under the influence of a 
steady wind has been computed theo- 
retically and a study was conducted 
at Chester to test this theory under 
the varying conditions of gusty winds. 
The problem was to measure the 
angle between the vertical plane 
through the supports and the plane of 
the suspended wire for a large number 
of cases over a range of actual wind 
velocities and to determine the agree- 
ment between these values and the 
angle given by the theory for the cor- 
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Fig. 1—Oscillograms of contacts between swinging wires. 
Contacts lasted from .004 to .23 second. The contact resistance 
varied from 0 to 50,000 ohms 


107 


i 


> 


HORIZONTAL WIRE SPACING IN INCHES 
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Fig. 2—The wind velocity at which the wires of a pair begin 
to contact is found by locating a point on (R) by drawing a 
line (1) through a given value of spacing (S) and span 
length (L). A line (2) from this point on (R) to the given sag 
on (D) indicates the velocity sought at its intersection with (V) 


responding steady wind velocities. 
For this study a pair of hard-drawn 
copper wires 0.165 inch in diameter 
was used. The wires were maintained 
at equal sags throughout the study. 
The swaying of the wires was recorded 
continuously on a moving film in a 
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LINE 
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FOR COPPER WIRE 0.165" DIAMETER 
220 


WIND 


special camera mounted 


4 
ane H rigidly under the wires 
°7 at the center of the 
67 span. A means for syn- 
T chronizing the wind- 
velocity record with 
the film was provided. 
0 With rare exceptions, 
| Bed when the wind velocity 
ti : was low, the wires were 
20+ continually in motion 
« 
ee and the point photo- 
graphed on each wire 
| was represented by the 
z “5T wavy lines of Figure 3. 
40+ 
Sioot gst From these films com- 


putations were made 
of the angles of deflec- 
tion for a range of wind 
velocities. The results 
obtained substantiated 
the equilibrium posi- 
tion theory of suspend- 
ed wire in a steady transverse wind. 

Theory indicated that the relative 
merits of a wire arrangement could be 
determined approximately by deflect- 
ing one wire of a pair outward and 
upward and releasing it to swing 
towards the other wire through known 


DIRECTION 


SECOND 


Fig. 3—A section of motion picture film showing the transverse movement of wires in 
wind. The swing of the wires is recorded by the wavy lines running lengthwise of the film 
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Fig. 4—Apparatus for the accelerated test. The ends of the parallel rods are reference 
points from which one wire of the pair is swung to simulate motion caused by the wind 


angles which were increased until the 
two contacted. From the angular dis- 
placements the theoretical wind ve- 
locity could be determined. This 
procedure does not simulate accurately 
the contacting of wires in winds but 
it gives comparative data from which 
the best proposal can be selected for 
tests in winds. There was also the 
possibility of establishing a corre- 
lation between the velocity as indi- 
cated by the empirical equation for 
winds and the theoretical threshold 
velocity obtained from such acceler- 
ated tests. Figure 4 pictures some of 
the apparatus used in this test. 

From the results obtained by the 
accelerated method the following em- 
pirical equation was developed for a 
pair of wires with equal sag: 

IOY 
1—0.692¥ (2) 
where y = 1°99? vy is the veloc- 
ity obtained by the accelerated 
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method and the other terms are the 
same as in the first equation. By 
combining the two equations the 
“threshold”? velocity at which wires 
begin to contact in winds can be 
calculated approximately for a wire 
arrangement for which the contact 
velocity, found by the accelerated 
method, is known. 

For wires spaced three inches or four 
inches apart the threshold wind veloci- 
ties are of frequent occurrence. To in- 
crease the allowable velocities for such 
arrangements anti-contacting devices 
such as insulating discs and spacers 
were considered as shown in Figures 
5 and 6. The accelerated test was 
used to determine the most effective 
size and shape for these discs. One, 
two and three discs were tried per 
span per pair of wires. When one disc 
was used it was placed at the approxi- 
mate center of the span on the wire of 
the pair to the windward. Two discs 
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Fig. s—Wiéith insulating discs wires will 

withstand wind velocities from five to. twenty 

miles per hour greater before coming in 
contact than without them 


were placed on the windward wire at 
one-third of the distance from each 
support. The three-disc arrangement 
was like that for two discs with a 
third disc located at the center of the 
span on the other wire of the pair. 
The insulating spacer bridged both 
wires of the pair at the approximate 
center of the span and only one was 
used per span. Insulating discs in- 
creased the threshold wind velocities 
from five to twenty miles per hour. 
Three discs per span or even two were 
somewhat better than a single disc 
but the gain was relatively slight. The 
spacer was found to be slightly more 
effective than the discs. 

Contact data were also obtained 
with ice on the wires for different 
spacings and at wind velocities as 
low as ten to fifteen miles per hour. 
The number of contacts increased to 


Fig. 6—Insulating spacers are somewhat 

more effective than discs in preventing con- 

tact between wires, particularly for spans 
160 feet or longer 


some extent with the thickness of the 
glaze and with the velocity of the 
wind and also with decreased wire 
spacing, but the movement of the 
wires was erratic and the data were not 
analyzed in detail. 

These studies confirm the practi- 
cability of reducing the spacing be- 
tween the wires of a pair from twelve 
to eight inches, or even less under 
some conditions. This reduces the 
susceptibility of the circuit to induced 
noise and crosstalk. In addition the 
closer spacing of the wires of a pair 
permits greater separations between 
adjacent pairs on the same crossarm, 
thereby effecting a further improve- 
ment in crosstalk. For these reasons, 
reduced wire spacing has played an 
important rédle in broadening the 
field of use of carrier telephone sys- 
tems on open-wire lines. 
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CIGD 
Ringing Power for Large Offices 


By W. S. ROSS 
Power Development Department 


NY telephone system must 
provide some means of signal- 
ing subscribers and of indi- 

cating to both operator and subscriber 
a variety of conditions that may exist 
on the lines and circuits, such as that 
dialing may be begun, that a line or 
trunk is busy, or that the party called 
is being rung. Ringing is ordinarily 
done by an alternating current of 
about twenty cycles per second super- 
imposed on a d-c potential. Other 
signals are given by tones of various 
frequencies interrupted in different 
manners. The capacity required for 
the ringing and tone generators, and 
the number of different tones needed, 
depends on the size and type of central 
office or PBX to be supplied. All the 
apparatusand equipment for supplying 
ringing and tones is generally grouped 
together, and the assembly is called a 
ringing power plant. A number of such 
plants are manufactured to meet the 
various needs, ranging from those of a 
small PBX to those of a group of 
central offices located in a large 
central-office building. 

The fundamental apparatus of a 
ringing power plant is a ringing 
generator coupled to a driving motor, 
which may be of the a-c type for con- 
nection to the commercial power sup- 
ply, or of the d-c type to be run by the 
central-office battery. The generator 
is equipped with slip rings for sup- 
plying the twenty-cycle ringing cur- 
rent, and with a commutator to 
supply 110 volts d-c for coin control. 
Both commutator and slip rings are 
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connected to the same winding on the 
generator, and the brushes on the slip 
rings are connected to the primary of 
a ringing transformer, which is 
grounded at the midpoint. This is 
equivalent to a ground at the center 
of the winding of the generator, and 
permits the coin-control current from 
the positive or negative brush to be 
sent over one side of the line to 
ground. The voltage of the generator 
is held constant by a centrifugal-type 
voltage-regulator. 

Attached to the generator end 
shield is the tone alternator,* which 
supplies three basic tones. Oscillo- 
graphs of these tones are shown in 
Figure 1. It is by interrupting these 
tones by commutators geared to the 
generator shaft that the various 
operating tones are secured. Besides 
audible ringing, the major tones re- 
quired are dial tone, line busy, tandem 
re-order, trunks busy, trunk assign- 
ment, number checking, permanent 
signal, and vacant tone. Not all of 
these, of course, are used at every 
installation. 

Except for the very small PBX’s, it 
is desirable to have a second source 
of ringing supply available in case of 
failure of the regular supply. Since the 
central-office battery is kept as a 
reserve supply for talking and signal- 
ing current, this battery is generally 
employed to drive the ringing genera- 
tor on failure of the a-c supply. 
Several methods have been used in 
ringing power plants to make the 
~ *REcoRD, September, 1932, page 6. 
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Fig. 1—Some of the various signals used in telephone operation are high-frequency | 
tone, upper oscillograms, low-frequency tone, second from top, and “‘audible ringing.” | 
The lower oscillogram is a 60-cycle timing wave 
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emergency supply promptly available. 
One of the first was to have two ring- 
ing generators—one driven by an a-c 
motor and the other by a d-c motor. 
On failure of power an alarm would 
ring, and the d-c generator set would 
then be started by hand, and allowed 
to carry the load until the a-c service 
had been restored. 

With this arrangement there was an 
appreciable time between the failure 
of the a-c and the time the d-c set 
picked up the load. To avoid this 
short interruption of the ringing sup- 
ply, an a-c and a d-c motor were both 
connected to the same ringing ma- 
chine. The a-c motor normally carried 
the load, but a back contact was pro- 
vided on the a-c contactor so that 
when it released, on failure of the a-c 
voltage, the d-c motor would be con- 
nected to the battery, and would im- 
mediately assume the load. A second 


set was required, however, so as to 
provide a spare generator. This in- 
creased the cost of the ringing power 
plant more than seemed justifiable, so 
that a return was made to the former 
method of two sets, one with an a-c 
and one with a d-c motor, but circuits 
were provided to start the d-c set 
automatically on failure of the a-c 
power. A simple circuit was developed 
using a relay that connected the d-c 
motor to the battery when the a-c 
voltage dropped to about thirty or 
forty per cent of normal. The release 
of the relay would start the emergency 
set and transfer the ringing load to it. 

Although this method proved very 
satisfactory for the most part, it was 
found that at times the a-c voltage 
would drop enough to cause an ap- 
preciable decrease in the ringing 
voltage without dropping low enough 
to start the spare generator. A new 
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Fig. 2—Simplified schematic of transfer circuit for the 803C ringing power plant 
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design was therefore 
made for the ringing 
power plant for large 
offices that not only 
transferred the load on 
a much smaller reduc- 
tion in ringing voltage, 
but that also provided 
a high-voltage alarm 
and a more effective 
brush-failure alarm. It 
is called the 803c ring- 
ing plant. 

The transfer circuit 
that switches the ring- 
ing load to the spare 
generator in the event 
of low voltage, high 
voltage, or brush fail- 
ure is shown in Figure 
2. Transfer of the ring- 
ing and coin-control 
circuits from the regu- 
lar to the spare gener- 
ator or vice versa is 
accomplished through 
four interlinked con- 
trol circuits, which may be called the 
low-voltage control (of which there 
are two), the high-voltage control, and 
the brush-failure control. The transfer 
relay is under the control exclusively 
of the first low-voltage circuit, which, 
in turn, is controlled by the voltage of 
the regular ringing generator. When 
this voltage drops to ninety per cent 
of normal, the low-voltage circuit 
first starts the spare generator, and 
then immediately transfers the load 
to it. The regular ringing generator is 
not stopped by this circuit, and when- 
ever its voltage comes back to normal, 
the low-voltage circuit stops the spare 
generator and transfers the load to the 
regular generator. The operation of 
this circuit acts through the vacuum 
tube and relay marked tvi, and 
through the chain of relays B, st, and v. 
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Fig. 3—The 803C ringing power plant includes two motor- 
generator sets and three bays of equipment 


The high-voltage circuit, which is 
controlled by the voltage on the main 
ringing circuit rather than by that of 
either of the generators, acts through 
the vacuum tube and relay marked 
Hv and through the auxiliary relay 
Hva. The circuit from the contact of 
this latter relay passes through con- 
tacts on the transfer switch, and thus 
performs different functions depend- 
ing on whether the ringing supply is 
connected to the regular or spare 
generator. When the connection is to 
the regular generator, the circuit— 
under high-voltage conditions—op- 
erates relay co, which trips the motor 
of the regular generator and holds it 
tripped through the key Hvr until it 
is manually started. As the regular 
generator slows down, its voltage 
drops, the spare generator is started, 
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and the load transferred to it through 
the first low-voltage control circuit. 
When the transfer switch is operated 
to the spare generator, operation of 
the relay HVA rings an alarm, and the 
necessary adjustments 

The second low-voltage circuit con- 
sisting of the vacuum tube and relay 
marked Lv2 is connected into the 
circuit only when a transfer has been 
made to the reserve set. This circuit 
functions at the same voltage as the 
LVI vacuum tube, but operates the 
vA relay to bring in an alarm. 

The vacuum tubes used in this 
circuit are of the 313 or cold-cathode 
type. The control gap of each tube is 
connected across a potentiometer by 
means of which the voltage across the 
control gap may be varied. By this 
means the tube can be made to fire 
at the desired voltage. As the tube 
fires once each cycle a condenser is 
placed around each relay in order to 
hold it operated during that portion 
of the cycle when no current is flow- 
ing in the main gap of the tube. 

Brush failure, meaning primarily 
the failure of a brush to make contact 
with its slip ring, really covers any 
condition that results in an open- 
circuit in either side of the ringing 
circuit. It might seem that such a con- 
dition would result in a low voltage, 
which would cause the transfer of the 
load through the low-voltage control 
circuit, but because of the grounded 
ringing transformer and the grounded 
condenser in the filter of the coin- 
control circuit, sufficient current may 
flow through the remaining brush and 
ground to maintain the voltage except 
under very heavy load conditions. It 
seemed desirable therefore to provide 
a circuit to transfer the load under 
brush failure conditions. 

Although there is not necessarily an 
appreciable drop in voltage with brush 
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failure, the forty-cycle ripple that 
normally appears in the coin-control 
circuit on the generator side of the 
filter is changed to a twenty-cycle 
ripple. This change is employed to 
operate the Br relay which operates 
the ova relay, and the subsequent 
action is the same that occurs under 
high-voltage conditions. The change 
in ripple frequency operates the BF 
relay through a tuned circuit and a 
copper-oxide disc rectifier. 

Besides these three major control 
features, an alarm is also provided 
which is operated whenever the spare 
generator is started, and manual con- 
trols are provided for stopping the 
regular ringing generator, for starting 
the spare, or for transferring the load 
from one to the other. 

The 803c ringing power plant 
includes the two generator sets 
mounted on a sheet-metal table, and 
three bays of equipment, shown in 
Figure 3. A ringing battery, on which 
the twenty-cycle current is super- 
imposed, is also included, together 
with the necessary rectifiers for float- 
ing the battery. The battery is 
mounted in the rear of the control 
panels, and the rectifiers are mounted 
on the front. This ringing power plant 
has been improved by a number o 
new features, such as the extensive use 
of self-alarm telephone fuses in place 
of the larger Nec fuses, and the em- 
ployment of perforated wiring strips 
for vertical runs on the rear of the 
power board. These strips permit the 
wiring to be covered up over the 
height of the bay and yet to be 
brought out where desired. It elimi- 
nates the necessity for sewing, and 
permits changes in wiring to be made 
much more readily. The 803¢ plant 
represents a major revision in ringing 
power plants and reflects the modern 
trend in development in all respects. 
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Four-Wire Circuits in Retrospect 
By L. L. BOUTON 


Transmission Development Department 


HEN the first attempts 

were made to apply ampli- 

fiers to long-distance tele- 
phone circuits, it was found that only 
a small improvement in overall cir- 
cuit efficiency could be gained by their 
use. If larger amplifier gains were ap- 
plied, sustained oscillations resulted. 
This propensity toward singing came 
about largely because of lack of elec- 
trical similarity between the lines 
which at that time were balanced 
against each other on opposite sides of 
the repeater. Later the circuit of 
Figure 1 was employed in which the 
lines were balanced separately against 
their individual networks. The singing 
path around a single repeater of this 
type is indicated by the arrows. 
Methods were later developed for im- 
proving the regularity of the lines so 
that they could be more accurately 
balanced but it still remained that the 
use of more repeaters in a two-wire 
circuit or increases in individual re- 
peater gains would aggravate the 
tendency toward singing. 
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Fig. 1—Two-wire circuit showing method of balancing 
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Somewhat earlier, G. A. Campbell 
had pointed out that the parts of the 
two-wire repeater circuit, shown 
dotted in Figure 1, could be stretched 
out and could even include additional 
one-way amplifiers, as indicated in 
Figure 2. A two-path voice-frequency 
telephone circuit such as this is 
usually spoken of as a four-wire cir- 
cuit. Of course, if the paths are made 
up of phantoms, a four-wire circuit 
actually involves eight wires, but 
similarly, a two-wire circuit may em- 
ploy four wires. The apparent ex- 
travagance in the use of line conduc- 
tors by four-wire circuits is offset by 
the fact that much higher repeater 
gains are allowable than in two-wire 
circuits, and accordingly smaller wires 
may be employed or the amplifiers 
may be spaced farther apart. 

The first tests of long-distance four- 
wire circuits were made early in 1913, 
using large-gauge conductors in the 
then recently completed underground 
cable between New York and Wash- 
ington. In the actual layout, shown 

by Figure 3, all the re- 
peater equipment was 
located at Philadel- 
phia, and two-wire ex- 
tensions were used to 


east | connect to New York. 
Lyy__|scriser| The repeaters were of 


the so-called mechani- 
cal type, since vacuum 
tube repeaters had not 
yet been made avail- 
able; and the length in 


the four-wire part of 
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the circuit was 625 miles. These tests 
demonstrated the transmission ad- 
vantages that had been anticipated 
for four-wire circuits. 

In April, 1915, after preliminary 
lining-up tests, a four-wire cable cir- 
cuit extending from Boston to Wash- 
ington (450 miles) was placed in 
commercial service. It employed thir- 
teen-gauge pairs principally, with 
single-stage vacuum-tube repeaters at 
New Haven and Philadelphia. The 
circuit gave satisfactory service but 
it was observed that the quality of 
the received transmission was some- 
what impaired by the absence of the 
higher frequency components of 
speech, due to the considerable length 
of loaded cable involved. 

An extensive series of tests of four- 
wire circuits up to 1500 miles in length 
was conducted in 1916. Different 
lengths were obtained by looping 
back and forth in the Boston-Wash- 
ington cable; two-stage vacuum-tube 
amplifiers were used, and attenuation 
equalizers were employed to extend 
the transmitted band to higher fre- 
quencies. The use of equalization and 
the extension in length emphasized 
certain effects which previously had 
caused little or no concern. Due to a 
considerable degree of irregularity in 
the spacing and inductance of the 
loading coils the circuit efficiency, 


within the transmitted band, varied 
in an irregular manner from frequency 
to frequency. This was avoided in 
later installations by setting up stricter 
loading requirements. Again, the larger 
number of repeaters included in the 
circuit emphasized the effects of 
variations in the gains of individual 
repeaters and it was necessary to 
make arrangements so that the bat- 
tery voltages could be maintained 
more nearly constant. During the 
tests, transmission was seriously in- 
terfered with by peculiar effects, 
sounding like the chirping of birds, 
which were observed to follow each 
spoken syllable. Oscillograms were 
obtained which showed that these 
transient oscillations had their source 
in the cable. It was also found that for 
the longer circuit a higher degree of 
balance at the terminals between the 
two-wire lines and the networks was 
required in order to reduce the un- 
balance or echo currents to tolerable 
proportions. In spite of all these diffi- 
culties the results were considered 
sufficiently encouraging to warrant 
intensive development work and plans 
for extensive commercial use. 
Four-wire circuit tests using thir- 
teen-gauge conductors in the New 
York-Philadelphia “B” cable were 
made about the middle of 1917. These 
tests showed that with more uniform 
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Fig. 2—Four-wire circuit for a two-path voice-frequency circuit 
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loading, smooth overall character- 
istics were readily obtainable, yet the 
equalizers used were very much sim- 
pler and cheaper than those employed 
in previous tests. Further data as to 
transient and echo effects were taken 
and a large number of syllabic tests 
were made which indicated materially 
better intelligibility as a result of the 
equalization. Later in 1917, tests were 
made on 19-gauge four-wire circuits 1n 
the Hudson River cable. Various 
lengths up to about 1200 miles were 
obtained by looping back and forth. 
The loading was designed to permit a 
wider band of frequencies to be trans- 
mitted. The new loading, called 
““‘medium-heavy high-cutoff” (and 
later H-172), was also advantageous 
in reducing echo and transient effects. 
The grade of transmission was con- 
sidered at least as good and probably 
superior to that of commercial New 
York-Chicago circuits at their best. 

Several four-wire circuits between 
New York and Catskill were put into 
commercial operation July 4, 1918. 
With the use of small-gauge conduc- 
tors and higher gains in the repeaters 
in this cable, the practice of segregat- 
ing conductors connected to the 


inputs of repeaters from those con- 
nected to the repeater outputs was 
initiated in order to avoid serious in- 
creases in crosstalk from one circuit 
to another. Also, the use of high gains 
required that the circuits connected 
to the inputs of the repeaters be prac- 
tically free from noise. In setting up 
the four-wire circuits considerable 
difficulty was experienced due to noise 
which was found to result from high- 
resistance joints in the cable splices. 
This was eliminated by opening all 
the splices and soldering the “‘pigtail” 
joints. Soldering was then established 
as a standard practice for all small- 
gauge conductors in cables used for 
toll business. Non-linear effects, de- 
pending on the energy carried by the 
circuit, were also experienced. In later 
cnthen, these were reduced to tolerable 
proportions, mainly by improvements 
in the core materials and design of 
loading coils. 

In plans for extensive commercial 
use of small-gauge cables it was de- 
sired to employ, to a considerable 
extent, aerial cable instead of under- 
ground cable which had been the 
usual type of construction. Aerial 
cable is, of course, much more affected 
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Fig. 3—Layout for the first four-wire circuit tests—early in 1913 
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by temperature changes. Estimates 
were made of probable changes in net 
loss and it was at once evident that 
some form of regulation, preferably 
automatic, would be required, at least 
for the longer cables. Several methods 
were proposed but after making 
studies and some tests the pilot-wire* 
transmission regulating ar- 


circuit obtained by looping back and 
forth in this cable was demonstrated 
on August 6, 1919. Trial commercial 
service between New York and Read- 
ing started the following July. 

A large amount of detailed work re- 
mained to be done, however, preced- 
ing extended commercial application. 


rangements were developed. 

Further tests of echo and 7F 
transient effects using the trial 
circuit in the Hudson River 
cable and theoretical studies 
showed that circuits of this 


NUMBER OF CIRCUITS 


TOTAL} 


type would not be as good as FOUR WIRE 
desired for the longer cable cir- 3 CIRCUITS 
cuits that were being planned. 4 wale 
From the standpoint of echoes, ee 

a higher velocity system was 1900 190519101918 1920 1925 1030 1938 


indicated; and for relief from 
transients both higher velocity 
and higher cutoff frequency 
were desirable. Modifications 
in loading to effect these changes would 
require an increased number of re- 
peaters and complicate the problems 
of equalization and regulation. Thus 
the selection of the new loading 
system was considerably a matter of 
compromise. After a study of all the 
factors it was decided to retain the 
6000-foot spacing of load coils but to 
reduce the inductance of individual 
coils to about one-fourth of that used 
in the “‘medium-heavy high-cutoff” 
loading. This change doubled both 
the velocity and the cutoff frequency 
but gave an increase of about 70 per 
cent in the transmission loss per mile, 
thus requiring a corresponding in- 
crease in gross repeater gain. 

The first installation of extra-light 
loading, as the new loading was called, 
was made during 1919, on the cables 
between New York, Philadelphia, and 
Reading, Pennsylvania. An 1100-mile 


*RecorD, January, 1929, page 183. 
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Fig. 4—Growth of direct circuits between New York 
and Chicago during the last half century 


Another series of tests on a long cir- 
cuit, obtained by looping back and 
forth in the cables between New York 
and Harrisburg, was made in 1923. 
This circuit included new regulating 
and equalizing arrangements, and 
provided for using the conductors for 
telegraph as well as for telephone. It 
was placed in trial commercial service 
July 30, 1923. In October there were 
further tests and demonstrations in 
which the long circuit was equipped 
with an echo suppressor. The net loss 
was adjusted to zero and the circuit 
tested with typical local connections 
at the ends with little observed im- 
pairment to overall transmission. 

In February, 1922, several medium- 
heavy-loaded four-wire circuits were 
placed in service between New York 
and Pittsburgh; and early in 1925 
extra-light-loaded four-wire circuits 
extending from New York to Pitts- 
burgh, Cleveland, and Toledo were 
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put into operation. On October 1, 
1925, the New York-Chicago cable 
was opened for service and a few of 
the circuits between these points were 
routed through the cable. Echo sup- 
pressors were employed in order to 
permit operation at lower net losses 
than otherwise permissible. 

Figure 4 shows the average number 
of New York-Chicago circuits in 
service each year beginning with 1892 
when service was established. The 
rapidity with which four-wire cable 


circuits displaced circuits of other 
types is also shown. Since 1931, only 
extra-light-loaded four-wire circuits 
have been used between these points, 

The cable network was soon ex. 
tended beyond Chicago, and on Jan. 
uary 20, 1933, four-wire cable circuits 
were placed in service between New 
York and Dallas, Texas. These cir.’ 
cuits, now known as H-44-25 four- 
wire circuits, give high-grade trans- 
mission, and are practically immune 
to the effects of severe storms. 


R. H. Erickson operating apparatus used in studying synthetic insulating 
matertals at the Summit laboratory 
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News of the Month | 


STANDARDS ON TRANSMITTERS 
AND ANTENNAS 


Tue InstITUTE OF Rapio ENGINEERS has re- 
cently published the 1938 edition of Standards on 
Transmitters and Antennas which covers defi- 
nitions of terms, graphical symbols and methods 
of testing transmitters and antennas. The section 
on testing transmitters covers power rating, 
spurious radiations, frequency stability, opera- 
tional stability and amplitude modulation while 
that on antennas covers single-unit antennas, 
multiunit antennas and propagation of radio 
waves. This report diverges from past practice 
in that it is restricted to the field of transmitters 
and antennas and is a revision of the correspond- 
ing portion of the 1933 report. 

W. Wilson and J. C. Schelleng were members of 
the I.R.E. Standards Committee which was re- 
sponsible for the report. Mr. Schelleng was chair- 
man and R. E. Poole was a member of the Tech- 
nical Committee on Transmitters and Antennas 
while E. B. Ferrell, Edmond Bruce and E. J. 
Sterba were members of various subcommittees. 


CoLLoQuiuUM 


AT THE FIRST MEETING of the Colloquium for 
the current year, held on October 3, Professor 
N. F. Mott of the University of Bristol (England) 
spoke on The Photochemistry of the Latent Pho- 
tographic Image. He discussed the quantum 
mechanical picture of the chemical processes in- 
volved in the formation and development of the 
latent image in photography. 

At the October 24 meeting T. C. Fry gave his 
retiring presidential address, the subject being 
Some Numerical Methods for Locating Roots of 
Polynomials. Dr. Fry spoke on the practical as 
distinct from the theoretical problem of solving 
polynomials of high degree with special emphasis 
on the case of complex roots. He also dealt with 
the method of matrix iteration recently invented 
by Duncan and Collar. 


News Nores 


On OctoBer 24, F. B. Jewett spoke on The 
Relation of Research to Business Success at a 
dinner of the Institute of Technology, Uni- 
versity of Minnesota. Dr. Jewett addressed the 
November meeting of the American Institute of 
Chemical Engineers in Philadelphia on the sub- 
ject The Influence of the Patent System in the 
Development of American Industry. 
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R. W. Kine took part in the second forum 
of the American Engineering Council held in 
Detroit where he presented a paper, Patents— 
One Product of Research, which Dr. Jewett had 
prepared. Dr. King also took part in a con- 
ference devoted to The Social Significance of 
Engineering held at Lehigh University. 

O. E. Bucktey attended the Autumn Meeting 
of the National Academy of Sciences held at the 
University of North Carolina, October 24 to 26. 
On the 27th and 28th he attended the Bell 
System Traffic Conference at Virginia Beach. 

Wuen J. C. HersBer was at Station WHAS of 
the Louisville Times in connection with the cut- 
over of their new 50-kilowatt radio transmitter, 
the picture on page 105 was taken by a staff 
photographer of the Louisville Courier Fournal. 

Durinc Octoser the following members of 
the Laboratories who had been taking evening 
courses at New York University received 
their degrees: W. Eckner, H. P. Lynch, R. J. 
Morris, Jr.. and W. T. Sermeus, the B.E.E. 
degree; D. M. Osterholz, B.S. in E.E.; and 
H. W. Holmlin, B.M.E. 

THE AUTUMN MEETING of the Edward J. Hall 
Chapter of the Telephone Pioneers was held on 
November 7. 

A GRouP LUNCHEON of the supervisors of the 
Apparatus Development Department was held 
at the Hotel Capitol on October 27. Following 
the luncheon, R. A. Haislip, presiding at the 
meeting, introduced the speaker, O. B. Blackwell, 
who spoke on Some Things They Do Differently 
in Europe. The committee in charge of arrange- 
ments consisted of P. S. Darnell, J. B. Dixon, 
E. C. Edwards, R. C. Koernig, G. Puller, W. H. 
Sellew, O. A. Shann, H. D. Wilson and J. M. 
Wilson, Jr. 

THE LABORATORIES AIRPLANE, equipped with 
the recently developed terrain clearance indi- 
cator, was flown to Wright Field by P. D. Lucas 
and F. H. Smith with R. J. Zilch as mechanic on 
October 26 where a demonstration of the equip- 
ment was made to officers of the U. S. Army. 
Others participating in the demonstration were E. 
L. Nelson, D. K. Martin and W. H. C. Higgins and 
J. A. Merquelin of the Western Electric Company. 

THE LaporaTories contributions to the Open 
Houses of the Western Electric Company at 
Point Breeze and Kearny were arranged for by 
W. C. F. Farnell. These included both photo- 
graphic and operating exhibits. The operating 
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exhibits furnished Point Breeze included a cord 
testing machine which was demonstrated by 
W. J. King, a sheet-metal fatigue testing machine, 
a heat motor and permalloy rods. Those at 
Kearny were a plug-shelf and plug-shell testing 
machine, a heat motor, a quartz-crystal windmill 
and a telephone voice mirror. 

W. H. Douerty spoke on High Efficiency 
Amplifiers before the Institute of Radio Con- 
ferees at Johns Hopkins University. 

H. C. Rusty visited the Art Metal Construc- 
tion Company at Jamestown, New York. 

R. A. Miter and L. B. Cooke observed the 
operation of a high-power loud-speaker installa- 
tion at Harvard Stadium, Cambridge. 

E. G. Fracker attended the National Metal 
Products exhibit at Detroit on October 18 and 19. 

W. A. MacNarr attended the sessions of the 
Society of Motion Picture Engineers Convention 
at Detroit during the latter part of October. 

A. F. Price and A. H. MILter were at Norfolk 
during the past month to inspect communication 
systems on the U.S.S. Yorktown and Enterprise. 

C. A. WEBBER, at the Point Breeze plant, dis- 
cussed cord development problems. 

MeEMBERS OF THE Laboratories who have re- 
cently made trips to the Hawthorne plant of the 
Western Electric Company include H. C. Curl 
and T. H. Crabtree, who discussed problems of 
portable telephone sets for train dispatching and 
Signal Corps service; F. W. Clayden, manufac- 
turing matters pertaining to step-by-step 


switches; A. H. Lince, DSA switchboards; B. M. 
Bouman, quality survey of operators’ chairs; 


J. F. Hunter 


of the Purchasing Department 

completed thirty years of service 

in the Bell System on the 
seventeenth of November 
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Irvinc MacDona.tp 
of the Patent Department com- 
pleted thirty years of service in 
the Bell System on the ninth 
of November 


E. J. Kane, crossbar equipment; and W. ¢ 
Jones, A. F. Bennett, J. T. L. Brown and L. W. 
Giles, transmitters, receivers and handsets. 

S. C. Mitter, together with representatives of 
the Long Lines Department, visited North 
Carolina, October 11 to 13 and again on Novem. 
ber 1 and 2, in connection with the installation of 
the B cable between Greensboro and Charlotte. 

C. D. Hocker recently attended the semi- 
annual inspection of A.S.T.M. test specimens 
exposed at Bridgeport, Sandy Hook, Pittsburgh 
and Altoona. 

J. G. SEGELKEN is continuing his investiga- 
tions on southern pine poles at Jackson, Missis- 
sippi, and other plants in the South. 

R. H. Cottey attended the Executive Com. 
mittee meeting of the American Wood-Preservers’ 
Association held in Chicago on October 19. 

F. A. Kuntz and F. S. Corso visited the 
Homer D. Bramson Company at Beacon Falls, 
Connecticut, to discuss the design of improved 
hinges for telephone booths. 

L. N. Hampton and R. V. TErRRy visited the 
Shaw Insulator Company at Irvington to discuss 
molds for making switchboard clock parts. Mr. 
Terry also made a trip to the Standard Electric 
Time Company in Springfield, Massachusetts, in 
connection with the development of an electric 
stop clock for service observing. He also visited 
the Haydon Manufacturing Company at Forest- 
ville, Connecticut, to discuss a new switchboard 
clock for timing toll calls. 

R. L. Hanson visited the Long Lines office of 
the A. T. & T. in Philadelphia where he in- 
vestigated noise problems. 

J. R. Townsenp has been 
elected a member of the Execu- 
tive Committee of the American 
Society for Testing Materials. 

Mr. Townsend and C. H. 
Greenall spent several days in 
attendance at the National 
Metals Congress held at De- 
troit. Mr. Greenall and I. V. 
Williams visited the Edge- 
water (New Jersey) plant of 
the Aluminum Company of 
America to observe and dis- 
cuss the manufacture of special 
aluminum parts. 

R. Burns and T. S. Hux- 
HAM, at the Shaw Insulator 
Company at Irvington, New 
Jersey, discussed molding prob- 
lems. Mr. Burns also visited 
the American Cyanamid Com- 
pany at Stamford to discuss 
molding materials. 

AN ARTICLE ENTITLED Meas- 
urement of Absorption in Rooms 
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with Sound-Absorbing Ceilings 
by J. R. Power was published in 
the October issue of the Journal 
of the Acoustical Society of 
America. 

Georce HatTcHEer, who re- 
tired from the Laboratories in 
1932 after thirty-two years of 
service, died on October 24. Mr. 
Hatcher had been a watchman 
in the Building Service De- 
partment. 

AT THE ANNUAL convention 
of the United States Indepen- 
dent Telephone Association, held 
in Chicago during the week of 
October 14, G. C. Southworth 
gave a demonstration and lec- 
ture on Some Interesting Possibil- 
ities in Telephone Transmission. 

* * 

MemBERS OF THE Laboratories learned with 
regret of the death of J. E. Devany on Novem- 
ber 3. Mr. Devany, who had completed forty-one 
years of service in the Bell System on August 23, 
was a member of the Systems Development 
Department. His early work with the Western 
Electric Company, which he joined in 1897, was 
concerned with the manufacture of switchboard 
cable and the investigation and solution of wiring 
problems. From 1909 to 1912 he took an evening 
course at Lewis Institute where he studied elec- 
trical engineering and mathematics. Later he 
was engaged in testing circuits associated with 
the development of the present panel system 
and in this connection spent some time in Newark 
on the semi-mechanical systems installed there. 
Since 1921 he had been in charge of the wiring 
and assembly group in the dial and manual 
systems laboratory of the Central Office Switch- 
ing Development Department. 

@ 

F. S. GoucHer spoke before the Communi- 
cation Group of the New York A.I.E.E. section 
on October 27. His subject was Talking Contacts 
in which he traced the evolution of the carbon 
microphone from the early experimental models of 
Bell, Berliner, Hughes and Edison to the modern 
handset, demonstrating each by magnetic tape 
recording. The present picture of microphonic 
action based on recent researches on contacts 
was described and illustrated. 

H. E. Ives presented the introductory lecture 
in the Television and Facsimile Course being 
given by the Communication Group of the New 
York A.I.E.E. section. The subject of his lecture 
was Fundamentals of Image Transmission. 

V. L. Ronet visited Radio Station WHAS at 
Louisville in connection with vacuum tube prob- 
lems for radio transmitters. 
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R. M. Burns attended the 
fall convention of the Electro- 
Chemical Society at Rochester, 
presiding over a session devoted 
to papers on corrosion. S. O. 
Morgan also attended this con- 
vention and presided at a sym- 
posium on Plastics in the Electro- 
Chemical Industry. W. A. Yager 
presented a paper on Dielectric 
Constant and Loss of Plastics as 
Related to Their Composition. 

Durinc a visit to the West- 
ern Electric Company in Chi- 
cago, Mr. Burns addressed the 
Chicago Section of the Electro- 
Chemical Society on Recent 
Trends in Protective Coating for 
Metals. He also presented a 
paper on Protective Metallic 
Coatings before the Pittsburgh 
section of the Electrochemical Society. 

H. E. Harine and E. E. Scoumacuer visited 
the Philco Storage Battery Company in Phila- 
delphia to discuss battery problems. Mr. Schu- 
macher also attended the fall meeting of the 
American Institute of Mining and Metallurgical 
Engineers at Detroit, presiding over a session de- 
voted to papers on Superlattices and Electron Dif- 
fraction Studies. 

M. J. Ketty and A. R. Kemp were at the 
Baltimore Works of the Western Electric Com- 
pany at Point Breeze during the week of October 
10, reviewing with the Western Electric Engi- 
neering Staff problems relating to rubber covering 
of wire products. Mr. Kemp and F. S. Malm 
attended the autumn meeting of the American 
Society of Mechanical Engineers at Providence. 
They were particularly interested in a sym- 
posium devoted to rubber. 

J. E. Harris attended the meeting of the 
American Institute of Mining and Metallurgical 
Engineers at Detroit. 

L. A. Meacuam’s paper, The Bridge-Stabilized 
Oscillator, presented before the I.R.E. in New 
York last June, was published in the October 
issue of the Institute’s Proceedings. 

T. C. Fry was Executive Secretary of the 
General Committee which arranged the Semi- 
centennial Celebration of the American Mathe- 
matical Society held at Columbia University 
this autumn. R. L. Dietzold served as a member 
of the Subcommittee on Arrangements and also 
assisted Dr. Fry in the general plans for the 
meetings. Mrs. D. R. Eaton, as secretary to Dr. 
Fry, aided him in the executive work and com- 
piled the seating lists of the commemorative 
banquet. A. R. Thompson designed the banquet 
program and served as consultant on the typog- 
raphy of several commemorative addresses. 
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W. SHocktey presented a paper entitled 
Quantum Mechanical View of the Interatomic 
Forces in Metals and Alloys, at a round table 
discussion of the “Nature of Hardness” held 
during the autumn convention of the American 
Society of Metals at Detroit on October 19. 

R. R. Witiams discussed The Beriberi Vitamin 
at the November 4 meeting of the Radio Collo- 
quium held at the Holmdel laboratory. During 
the discussion period he also answered questions 
pertaining to the various activities of the 
Chemical Department. 

G. C. Porter spoke on The Telephone as It Is 
Used Today before a group of the Unitarian 
Church at Ridgewood, New Jersey. 

H. E. Martine has returned from the Pacific 
Coast where he conferred with the Telephone 
Company engineers concerning the support of 
central office equipment. 

INVESTIGATIONS OF GASOLINE engines took 
C. W. Van Duyne to Rochester and V. T. 
Callahan to Canton, Columbus and Cleveland. 

D. E. Trucxksess observed the operation of 
battery-charging rectifiers at the radio receiving 
station at Manahawkin, New Jersey. 

H. M. Spicer checked control equipment at 
Covington, Kentucky, and at Cincinnati. 

H. T. LancaBeer tested charging machines 
at West Hartford. 

J. H. Soe discussed machine design at Lynn, 
Massachusetts, and voltage regulators at Norfolk, 
Virginia, and Williamsport, Pennsylvania. 

A. E. Perris, with F. K. Rowe of A. T. & T.., 
visited Columbus, Cincinnati, Cleveland and 
Canton to discuss power plant questions with the 
operating company’s engineers and to inspect 
gasoline and Diesel engines for telephone use in 
the manufacturers’ plants. 

A. L. Lone and A. M. Tuornton of Standard 
Telephones and Cables, Limited, have been 
spending some time at the Laboratories engineer- 
ing the Sydney-Melbourne, Australia, Type-J 
carrier telephone system, for which equipment is 
now being manufactured by the Western Electric 
Company. Together with J. T. O’Leary of the 
Laboratories and R. E. Smith of the International 
Telephone and Telegraph Company they went to 
Florida where they inspected the Type-J trial 
between Jacksonville and West Palm Beach. 

E. W. Hancock spent several days at Boston 
and Lynn discussing the crossbar central office 
that is now being installed at Lynn. J. W. Cor- 
win was also in Lynn on the same project. 

At Kincston, New York, A. L. Bonner, E. B. 
Mechling and J. T. Schott with T. I. Rogers and 
B. O. Adkerson of A. T. & T. observed tests of 
the B-22 program-reversing circuit. 

F. A. Brooks, at Charlotte, inspected the 
equipment, now being installed at that office, 
that will be part of a Type-K cable-carrier sys- 
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tem which will soon be placed in operation 
between that city and New York. 

M. B. McDavirr spent nearly a month at 
Los Angeles assisting in studies of proposed 
methods of handling traffic between city and 
suburban offices and between suburban offices, 
Accompanied by C. B. Campbell and L. W. 
Williams of A. T. & T., he visited Albany to dis. 
cuss a proposed trial modification of connectors 
in the Albany office. 

L. E. Kirrrepce with G. F. Drum and W. 0, 
Turner of A. T. & T. spent three days in Chicago 
discussing multi-office terminating units for 
crossbar dial. 

C. E. NEtson accompanied by G. H. Downes 
and G. Garbacz visited offices of the Southern 
New England Telephone Company in New 
Haven, Darien and Old Greenwich to study 
step-by-step apparatus problems. 

CONFERENCES HELD AT St. Louis and Dallas in 
connection with problems concerning community 
dial offices were attended by A. Burkett and 
C. H. Achenbach and by V. S. McAdam of 
A. T. & T. During this trip offices in Houston, 
Galveston, Port Arthur and Beaumont were 
also visited. 

T. M. Oparenko and G. B. ENGELuARDT have 
returned from Princeton, New Jersey, where they 
completed field tests on an experimental aerial 
coaxial cable. K. E. Gould and G. R. Frantz 
have also completed extensive transmission tests 
on other types of broad-band aerial cable. 

A. L. Wuitman visited Milford, Texas, where 
E. S. Wilcox was making interaction crosstalk 
tests on the Type-J carrier circuits of the Dallas- 
San Antonio route. He also went to Minco, 
Oklahoma, to confer with J. L. Lindner on ar- 
rangements for crosstalk tests on the Fourth 
Transcontinental Line. 

H. Kau returned to New York from Milford, 
Texas, where he was working with E. S. Wilcox. 

L. T. Witson returned from Florida where he 
took part in overall crosstalk tests on the Type-] 
trial between Jacksonville and West Palm Beach. 

J. L. Merritt and G. C. RErer spent several 
days in Buffalo in connection with improvements 
in the transmission performance of circuits used 
in “leave word”’ service. 

L. R. Montrort has been in Oklahoma City 
and Amarillo in connection with tests of the new 
Type-C repeater and automatic pilot channel on 
the Fourth Transcontinental route. 

Recent ty O. H. Loynes, H. A. Pidgeon, A. A. 
Heberlein, and W. D. Mischler, together with 
G. J. Goetz and F. MacMillan of the Long 
Lines Department, made tests of the Type-K 
carrier telephone systems between Detroit and 
Toledo prior to placing them in service. 

H. E. Curtis and L. F. STAEHLER were at 
Mount Pocono recently in connection with plans 
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for making high-frequency 
measurements on open-wire 
lines during the coming winter. 

H. S. WINBIGLER is in Flor- 
ida in connection with tests of 
volume control devices used 
with the Type-J system. D. 
Mitchell, R.S. Alford and C. W. 
Carter spent a short time there, 
participating in these tests. 

* * 

AFTER STUDYING electrical 
engineering for two years at 
Illinois College, E. B. Hin- 
richsen in 1905 joined the 
Illinois Division of the Central 
Union Telephone Company on 
central office construction and 
maintenance work, later be- 
coming a wire chief. Two and a 
half years later he went to the 
Plant Department of the Chicago Telephone 
Company and then to the Equipment Engi- 
neering Department of the Western Electric 
Company at Hawthorne. In 1908 he left to be- 
come Superintendent of Telegraph and Signal 
Engineer of the Illinois Traction Company and 
then was in business for himself for several years. 

Mr. Hinrichsen returned to the Western Elec- 
tric Company as equipment engineer. In 1919 he 
transferred to the Inspection Enginering De- 
partment, first at Hawthorne and then at West 
Street, where he was in charge of questions re- 
lating to field service and preparing inspection 
engineering reports. He joined Electrical Re- 
search Products, Inc., in 1928 and until a year 
ago last July was installation and service super- 
visor in the Atlanta district. Since then he has 
been in the Vacuum Tube Development Depart- 
ment of the Laboratories where he has charge of 
investigations of tool-made samples and of the 
engineering factors involved in complaints, par- 
ticularly from the mechanical standpoint. He 
also has charge of the development of packing 
and shipping methods for vacuum tubes. On 
November 15, Mr. Hinrichsen received a five- 
star service emblem signifying his completion of 
twenty-five years of service in the Bell System. 

On THE TENTH of November, A. E. Hague 
completed twenty-five years of service in the 
Western Electric Company and the Laboratories. 
Following his graduation by Purdue University 
in 1912 with the degree of B.S. in Electrical 
Engineering, he joined the North Electric Com- 
pany at Cleveland, manufacturers of automatic 
telephone equipment. Late in 1913 he came to 
New York where, in the Engineering Department 
of the Western Electric Company, he was en- 
gaged in laboratory work on panel equipment 
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and in the application of various types of auto- 
matic switches developed for telephone purposes. 

Mr. Hague spent a year and a half in the U. S. 
Army during the World War, ten months of 
which was in France as First Lieutenant with the 
s9th Artillery. Since then he has been in the 
Central Office Switching Development Depart- 
ment where he was first associated with the 
development of some of the early types of step- 
by-step PBX equipments and then with circuit 
design work for the panel and crossbar systems. 
More recently he has been concerned with modi- . 
fications of the present local crossbar system and 
with the development of circuits for the toll 
crossbar system. 

From SEPTEMBER 12 to 28, W. W. Sturdy, 
R. W. Gutshall and Miss E. M. Baldwin con- 
ducted field tests in Media and West Chester, 
Pennsylvania. These tests were made in codpera- 
tion with The Bell Telephone Company of 
Pennsylvania and the Philadelphia Electric 
Company in connection with the protection of 
aerial telephone cable against lightning. 

AUTOMATIC RECORDING OSCILLOGRAPH installa- 
tions at Lancaster, Pennsylvania, and Port 
Deposit, Maryland, were inspected by R. K. 
Honaman, E. H. Gilson and O. D. Grismore. 

C. C. Casu has returned from Denver, Colo- 
rado, where he was engaged in field tests of 
drainage for minimizing lightning interference 
to voice frequency telegraph on carrier systems, 
Types C and J. 

AT A MEETING of the American Red Cross Lay- 
Instructors’ Association of Westchester County, 
New York, on October 7, W. W. Schormann dis- 
cussed safety instruction from the viewpoint of 
an industrial organization. Mr. Schormann also 
attended the Silver Jubilee Safety Congress and 
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Exposition held by the National Safety Council 
in Chicago during the week of October 10. 

Aw articLe by F. L. Hunt entitled Sound 
Pictures in Auditory Perspective appeared in the 
October issue of the Fournal of the Society of 
Motion Picture Engineers. 

THE LABORATORIES WERE represented in inter- 
ference proceedings at the Patent Office in 
Washington during October by J. W. Schmied 
and G. C. Lord before the Board of Appeals and 
W. J. O'Neill before the Primary Examiner. 


Four-sTaR sERvICE emblems signifying the 
completion of twenty years of service in the 
Bell System were awarded to five members of the 
Laboratories during the month of November. 
In the Apparatus Development Department 
H. J. Battaglia completed twenty years of service 
on the fourteenth; in the Research Department 
Alfred Muller on the seventh and C. V. Wahl os 
the nineteenth; in the Systems Development 
Department, G. F. Barleon on the second; and in 
the Library, Miss L. E. Smith on the twenty-first, 


HurRICANE EMERGENCY RaADIo 
By Arnotp B. BaILey 


FOLLOWING THE RECENT HURRICANE that 
swept across Long Island and New England, 
officials of the New England Telephone and 
Telegraph Company found that the extent of the 
damage to their wire lines surpassed anything 
which had ever been experienced in telephone 
history—many communities were completely cut 
off from the outside and thousands of subscribers 
were without any service. Where miles of tangled 
copper wire left certain cities completely isolated, 
radio communication links were brought into 
service to bridge the gaps. The New England 
Company had some radio equipment for emer- 
gency use but needed more. On the day following 
the hurricane, the American Telephone and Tele- 
graph Company requested the Laboratories to 
rush through a shipment by air express of two 
complete 5-watt ultra-high-frequency terminals 
in accordance with information which had been 
prepared earlier in the year for just such a call. 


These were assembled and wired in record time 
so that on arrival in Boston they could be placed 
in service immediately. 

The Laboratories were asked to be ready for 
additional requests. Word came Saturday noon 
to ship immediately two 50-watt marine radio 
equipments and a 15-watt equipment. To meet 
this situation several members of the Com. 
mercial Products Department were called into 
service as well as members of the Merchandise 
Group at Kearny. Through the continuous 
efforts of these men, all equipment was on its 
way to Boston by air express that evening, in- 
cluding three much-needed gasoline-engine emer- 
gency-power supplies. As I look back upon this 
particular evening at Newark Airport, one of the 
tense and dramatic moments was when we 
awaited the air express approval of the size and 
weight of the whole shipment; it bulked over 800 
pounds and had to pass through the narrow 

door of the express compartment 
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on the airliner. Fortunately, we 
met all requirements. 

One of five men from our Lab- 
oratories, I was sent to Boston by 
plane with the equipment. Before 
midnight we were in Boston work- 


men testing out all transmitters 
| | and receivers, hoping by this 
| connecticut | R28 means to avoid future trouble. 


The New England Telephone and 
Telegraph Company had already 
established three emergency radio 
circuits, one between Block Island 
and Newport, one at Warren and 
West Warren, Massachusetts, and 
one between Falmouth and Green 
Harbor. The experimental ultra- 
high circuit between Green Har- 


Emergency radio links installed following the hurricane that 
swept across Long Island and New England 
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bor and Provincetown was also 
being used. By half past four Sun- 


day morning, two trucks were 
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A. B. Bailey at the Gardner station of the 
Gardner-Keene radio-telephone link 


packed ready to go on location. Two crews of 
men were to head for Gardner, Massachusetts, 
and Keene, New Hampshire. I went, together 
with a local representative of the Company, to 
Westerly, Rhode Island. 

Nine o'clock Sunday morning found us at the 
Westerly office. After explaining our plans we 
received all essential information on where the 
best place to locate the radio station would be 
from the standpoint of obtaining telephone con- 
nections and later power service, if indeed power 
could be had. 

Our radio location was a particularly appro- 
priate choice. We were located at a high granite 


quarry on the east side of the city. A convenient 
flag-pole served as one antenna support and a 
high-power line pole the other. One of the owners 
of the quarry gave us all possible assistance, 
and soon we were on the air. Shortly after 
noon, we had established communication with 
New York through the marine station at Staten 
Island and a remote receiver at Old Field 
Point, Long Island. We also placed calls to 
Boston through the marine radio station WOU 
at Green Harbor. Suffice it to say we had our 
technical problems which we finally ironed out 
by judicious use of 2000 feet of ground wire 
and an antenna system as high up as we could 
place it. After these problems were solved, more 
telephone calls were placed to Boston informing 
them that we were in service and had a good 
radio circuit both to Boston and to New York. 
In the meantime, special telephone lines had been 
installed to the granite quarry, which tied us into 
the Westerly telephone exchange. With our emer- 
gency gasoline-engine, we were not concerned 
about having a tie-in with the power lines, and 
it was well we were not, since no one in that 
part of Westerly had any power whatsoever. 

In short order, calls came in from Boston and 
requested information regarding people in 
Westerly. Many of our Boston calls came over 
the radio circuit only to find that the local line 
to the specific Westerly subscriber was “OD” 
which to a radio man meant nothing but to a 
telephone man meant “out of service.” These 
messages were in some cases handled through the 
phone of a neighbor who was in a more fortunate 
position in having service. In the course of our 
conversations with the operators at Westerly, 
we found that toll service from Westerly to New 
York and Boston was being handled over a few 
wire lines that had been recently restored to 
service. Since there was a considerable amount of 
work being done along the route of these toll 
lines in repairing and re-installing lines that were 
down, two of us kept the radio circuit in service 


Control apparatus (left) and transmitter (right) at Troy, New Hampshire, for the Gardner- 
Keene radio-telephone link 
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at all times between 8 A.M. and midnight in 
case any damage might befall the two lines that 
were being used for Boston traffic. 

Upon advice from Boston, arrangements were 
made at Westerly to tie the radio terminal 


directly into the Westerly exchange by means of 


a hybrid coil set-up. Leaning heavily on the local 
telephone company and the services of a local 


W. P. Fisher and W. A. Funda at the 
emergency radio station at Keene 


radio service man, a hybrid coil and balancing 
network was assembled. With the radio equip- 
ment available this necessitated a remote radio 
receiver which we installed in the Junior High 
School about a half mile from the quarry. After 
this was done, Westerly Radio became a tele- 
phone repeater for toll calls to and from Boston 
and operated without local attendance except for 
minor technical adjustments. 

One of the peculiar things that I noticed when 
visitors came into the improvised radio station, 
was a complete inability on their part to under- 
stand how we could transmit telephone messages 
by radio. In this day and age of broadcasting, 
when radio is as much a part of our daily existence 
as three square meals a day, the magic of con- 


verting a telephone conversation and sending it 
by radio still seems to intrigue people. 

More and more wire lines were going in service, 
so at the end of six long days and nights, we 
pulled up stakes and drove back to Boston, 
Boston had further plans. On arrival I learned 
what had happened to the Keene-Gardner men, 
They had furnished the only available means of 
communication for several days and still were in 
service on a long schedule. I went to Gardner 
where Bill Higgins of the Laboratories alone was 
operating the Gardner terminal. 

The same afternoon I made a quick trip to the 
Keene end of the circuit to inspect conditions, 
Here on the side of a hill in the open woods, were 
Bud Fisher and Walter Funda, together with 
men from the New England Company, operating 
a 50-watt station from a bank of 6-volt storage 
batteries. They had been through a real session 
of long hours with the trials and tribulations of 
gas-engine charging generators and the lack of 
protection from the elements. The equipment 
had been installed in small tents, one for the 
transmitter and one for the line amplifier and 
control apparatus. The radio receiver was lo- 
cated in a wood shed about a mile away and 
required less supervision. Truly this was an 
emergency station of the first water. Sleepy and 
tired though they might be, they had seen the 
job through thus far, and they wanted to stay on 
location until the bell rang. 

Back I went to Gardner and learned the intri- 
cacies of the Gardner terminal. Gardner was tied 
into Boston direct by a toll line. The Keene 
terminal, actually south of Keene, a few miles, 
at Troy, was in an isolated spot from a com- 
munications standpoint and a high volume of 
trafic was being handled all the time the radio 
circuit was in operation. An average of about 
sixty-five calls per day were being sent from 
Keene via radio to Gardner and thence over a 
toll line direct to Boston. Some days the total 
reached as high as a hundred and twenty. The 
radio circuit was excellent during daytime hours 
but noisy at night. Bill Higgins and I busied 
ourselves with improvements to facilitate opera- 
tion and relieved each other at intervals, since the 
high volume of calls kept one man constantly 
busy “‘riding” the line in case slight adjustments 
had to be made. 

As suddenly as the emergency project began, it 
suddenly ended. As wire facilities became avail- 
able, operations were returned to normal chan- 
nels. But radio had served its purpose. It had 
again proved its value in an emergency by aiding 
New England people. 
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High-Frequency Attenuation on 
Open-Wire Lines 


By H. E. CURTIS 


N an open-wire line attenua- 
tion losses are of three kinds: 
series loss due to the resistance 
of the wires; shunt losses due to the 
insulators; and shunt losses due to 
poor dielectrics such as sleet or frost 
on the surface of the wires. It is 
known* that the losses due to sleet or 
frost may be very large in comparison 
with the other losses, particularly at 
frequencies above about 30 kc, which 
is the upper limit of the existing 
three-channel open-wire carrier sys- 
tems. Frequencies from 36 kc to 140 
ke were to be employed for the new 
Type-J system and it became im- 
portant to obtain, in the areas where 
that system might be placed, data as 
to ice deposits and their effects on 
transmission. 

The route between Lamar, Colo- 
rado, and Salt Lake City was selected 
as one where attenuation changes due 

*Recorp, November, 1937, page 95. 
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to sleet and frost would be controlling. 
Here frost deposits on the wires are of 
frequent occurrence during winter 
months. The clear atmosphere makes 
for rapid radiation of the heat in the 
wires during the night hours, so that 
the surrounding air is often chilled 
below the dew point, driving out the 
moisture in the form of frost when the 
temperature is below freezing. 
Measuring equipment was installed 
during the winter of 1936-1937 be- 
tween Lamar and Salt Lake City, and 
operated up to the summer of 1938. 
With this equipment, frequent meas- 
urements of attenuation were made at 
140 ke on eight sections over sub- 
stantially the whole distance of nearly 
700 miles. Briefly, the method used 
was to bridge a small battery-operated 
140-ke oscillator across an open-wire 
pair approximately mid-way between 
two repeater stations, thereby trans- 
mitting the output current in both 
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Fig. 1—Lamar-Salt Lake City route on which high-frequency attenuation measure- 
ments were made 


directions to the repeater stations, 
where it was amplified and detected. 
The level of-the incoming signal indi- 
cated the attenuation. The geographi- 
cal locations of the various oscillators 
and receiving equipments are shown 
on Figure 1. The whole section of line 
between Lamar and Salt Lake City, 
except for a short section situated be- 


tween Denver and Ft. Lupton, was 
covered by the measurements. 

The equipment used is shown in 
Figure 2. On the left is the wooden 
box housing the 140-ke oscillator and 
the batteries supplying the power. 
Four such oscillators were mounted 
on poles along the line approximately 
mid-way between repeater stations. 


Fig. 2—Equipment used in attenuation tests includes, left to right, oscillator, filter and 
transformer, variable attenuator, and detector amplifier 


122 


December 1938 


‘ 
| 
98 
LARAMIE 
SAT ~ EVANSTON 
| \ | 
| 
| — > | 
: | LIMON | 
U T A oH | Ot OR A OO 
LAMAR 
i 


Fig. 4—Three-dimensional representation of attenuation variations 


These oscillators operated contin- 
uously, the output being maintained 
fairly constant by replacing the bat- 
teries periodically. Second from the 
left in the photograph is a small 
wooden box which was mounted at 
the terminal pole. It contains a filter 
and transformer used to connect the 
open-wire line to a spare non-loaded 
pair in the entrance cable of the re- 
peater station. The filter was essential 
in discriminating against the Type-C 
currents also present on the open-wire 
pair. Furthermore, it was essential to 
transfer to a non-loaded cable pair to 
avoid excessive loss to the 140 kc in 
the Type-C loaded cable pairs. Next 
in the photograph is a black metal 
box containing the equipment for 
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routine checks of the sensitivity of the 
detector-amplifier. In front of this is 
the variable attenuator used in con- 
junction with the detector-amplifier 
shown at the right. A_ simplified 
schematic arrangement of this ap- 
paratus is shown in Figure 3. 

To give perspective to the large 
amount of data obtained, a three- 
dimensional model was constructed, 
which is shown in Figure 4. The model 
consists of seven rows of blocks, each 
row representing one section of line 
as shown in Figure 1, and the sections 
from east to west being arranged in 
order from front to back, as indicated 
by the labels on the board. Each row 
consists of a number of thin blocks, 
each representing a day, and the 
height of each block 


representing the maxi- 


mum attenuation 
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reached during that 
day. The average dry- 
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age minimum height of 
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Fig. 3—Circuit arrangement of the equipment used for the 


attenuation measurements 
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blocks, is in the neigh- 
borhood of 0.22 db 
per mile. Values greatly 
in excess of this, how- 
ever, were recorded at 
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times; in fact, on two occasions the 
attenuation exceeded 1.2 db per mile, 
the limit of the range of the measuring 
equipment for the distance covered 
during the investigations. 

A large majority of the high- 
attenuation periods indicated in ie 
three-dimensional figure are due to 
light frost deposits on the wires. When 
deposits formed they usually began 
in the early morning hours and built 
up in thickness until sunrise, then 
rapidly disappeared. The attenuation 
follows a similar curve, as shown in 
Figure 5. Sleet or heavy frost forma- 
tion on the wires, however, is not 
limited to the early morning hours. 


Frost deposits on wires vary from a 
feathery to a fairly solid texture and 
may range up to several inches in 
diameter in some localities. A par- 
ticularly severe deposit which oc. 
curred in the Northwest is shown in 
the headpiece. Deposits on the line 
between Lamar and Salt Lake City 
normally do not exceed a few tenths 
of an inch. The results of the tests 
show, however, that sleet and frost 
deposits of such thickness are capable 
of producing far greater changes in at- 
tenuation at 140 ke than either rain or 
temperature variations, and must be 
given careful consideration in design- 
ing and laying out carrier systems. 
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Fig. s—Curve of attenuation over a twenty-four-hour 
period during which a deposition of frost occurred 
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Improved Program and Line Amplifiers 
for the Broadcast Studio 


By H. M. OWENDOFF 
Commercial Products Development 


BROADCAST program is re- 
hearsed several times before 

its presentation, usually in the 

same studio that will be used for the 
final performance. Each studio is 
therefore arranged to operate as an 
independent program unit; and the 
rehearsal approximates the conditions 
of broadcasting, although, of course, 
the program is confined to the studio 
itself. Within each studio there are 
from three to six microphones; and 
each has its amplifier and mixing 
potentiometer in the studio control 
room. The outputs of all the mixers 
are connected to a master gain control 
and then on to the program amplifier. 
The program output circuits from 
a number of such studio control rooms 
are carried to the master control room, 
where is located the switching and 
control equipment used for connecting 
any one or more of the studios to one 
or a number of outgoing program 
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lines, each of which has a gain-control 
and a line amplifier. Besides the lines 
from the local studios, however, the 
master control room also has lines 
from remote pick-up points and in- 
coming program circuits, and each of 
these is equipped with a gain-control 
and program amplifier of the same 
type that is in the studio control 
room. A typical arrangement is shown 
in Figure 1, and a description of the 
apparatus and circuits has already 
appeared in the Recorp.* 

It has been common practice until 
recently to employ a common power- 
supply unit to provide for a number 
of amplifiers located in the same room. 
Thus in a studio control room, this 
unit would supply the program ampli- 
fier and all the premixing amplifiers, 
while in a master control room, it 
would supply several line or program 
amplifiers. This arrangement had the 

*RecorD, September, 1934, page 2. 
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Fig. 1—Typical layout of a broadcast studio 


advantage of permitting physical sep- 
aration of the power supply and 
amplifier circuits, thus minimizing 
the problem of noise pick-up. It had 


the disadvantage, however, that it 
was expensive to operate at times be- 
cause the entire power apparatus had 
to be operated even though only one 
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Fig. 2—Simplified schematic 
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of the 105A program amplifier 
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amplifier was in use. It also had the 
disadvantage that any trouble with 
the power equipment would affect a 
number of amplifiers. 

In recent years, technical advances 
in the shielding art have made it pos- 
sible to build power-supply equip- 


ment as part of a voice- 


frequency amplifier 
without the introduc- 
tion of appreciable 
noise. It seemed desir- 
able, therefore, to se- 
cure greater flexibility - 
for the amplifier equip- 
ment by designing new 
program and line am- 


to meet the requirements of modern 
high-fidelity systems. 

The 105A program amplifier con- 
sists of a triode stage and two pentode 
stages, the latter having stabilized 
feedback to improve the frequency 
characteristic and to decrease noise 


plifiers each of which 
would incorporate its 
own power supply. Im- 


provements In vacuum 


cuit elements have 
made it possible also 
to build less expensive 


amplifiers which would 


tubes and in other cir- 
still have the high qual- 


ity required for pro- 


gram circuits. The 
105A and 106A ampli- 
fiers are the results. 

The program amplifier is an impor- 
tant equipment unit of the studio con- 
trol room. It must provide sufficient 
amplification to overcome the losses 
incidental to the mixing function, 
and in addition must raise the general 
program level to reference, or zero 
volume level, which has been found to 
offer the best compromise between 
the power output capabilities of suit- 
able vacuum tubes in the amplifier 
and freedom from noise and crosstalk 
in the circuits connecting the studio 
with the master control room. In ad- 
dition, the frequency-response charac- 
teristics and the noise and distortion 
levels of this amplifier must be such as 
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Fig. 3—Simplified schematic of the 106A line amplifier 


and distortion. Another advantage of 
feedback is that it has permitted a 
single tube instead of a push-pull pair 
in the final stage, and thus reduced 
the number of tubes required, and 
simplified the circuit. The major 
features of the circuit are shown in 
Figure 2. The tubes are all of the 
recent Western Electric non-micro- 
phonic, low-hum type. 

The normal gain of the amplifier is 
70 db, but gain control down to 32 
db can be secured by the potenti- 
ometer in the grid circuit of the first 
amplifier stage. By removing the 
6-db pad in the output circuit, the 
gain may be increased to 76 db. This 
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pad is employed pri- 
marily to minimize the 
effect of variations of 
load impedance on the 
characteristics of the 
amplifier and its self- 
contained volume-in- 
dicating equipment, 
but it also serves to 
reduce the noise by an 
additional 6 db. To il- 
lustrate this effect of 
the pad, it may be 
assumed that the noise 
produced in the ampli- 
fier is at a level of 
—60 db when the 
speech output is o db, both figures 
referring to readings of the volume 
indicator. With no pad in the circuit, 
therefore, the noise is 60 db below the 
signal. With the pad in the circuit, 
the gain of the amplifier would have 
to be raised 6 db to produce zero level 
at the output of the pad. Since this 
additional gain is obtained by adjust- 
ing the input potentiometer, the tube 
noise remains constant, so that at the 
input of the pad the voice will be at 
+6 db level, and the noise —60, as 
before. At the output of the pad both 
noise and signal will be 6 db lower, 
giving zero level for the signal and 
—66 db for the noise, which is thus 
66 db below the signal rather than 
the 60 db found without the pad. 
The 105A amplifier is designed to 
operate from an impedance either of 


Fig. 


5—The 105A amplifier 


30 ohms or of any value from 500 to 
600 ohms. One of the latter values is 
normally used when the amplifier is 
connected to the mixing potentiom- 
eters or to incoming lines, while 
the 30-ohm connection allows the 
amplifier to be associated directly 
with a microphone. It is designed to 
operate into an impedance from 500 
to 600 ohms, which makes it suitable 
for connection to studio circuits or 
to program lines. 

The 106A line amplifier, a sche- 
matic of which is shown in Figure 3, is 
essentially the same as the final two 
stages of the 105A. Since its input 
levelis normally higher than that of the 
105A, a maximum of only 46 db gain is 
required, which has made it possible 
to omit the first stage of the 105A. It 
is designed for operating both from 

and into impedances 


4 — from 500 to 600 ohms, 
. 

but a high input im- 
edance of 10,000 

2 46 | ohms is provided so 
that the amplifier may 

20 50 


Fig. 4—Frequency-response characteristics for the 105A 
amplifier, above, and the 106A, below 
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000 10,000 20000 be bridged across a 
program line if desired. 
When used as a bridg- 


ing amplifier, however, 
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the gain is only 20 db. In either case 
the gain may be reduced 38 db by the 
tentiometer. The nominal program 
level at the output of the amplifier is 
10 db above reference volume, so as to 
maintain zero level at the output of 
the 10-db isolation pad, which is 
usually provided externally and serves 
the same purposes as the 6-db pad 
that is used in the out- 
put circuit of the 105A 
amplifier. 
Frequency-response 
characteristics for the 
two amplifiers are 
shown in Figure 4. 
Both are essentially 
flat within 0.5 db from 
30 to 10,000 cycles, al- 
though the curve for 
the 105A amplifier 


fiers, an additional filter will ordi- 
narily be required. In the 105A 
amplifier such a filter is incorporated 
in the amplifier to supply the direct 
current necessary for operating the 
premixing amplifiers. 

Both amplifiers have provisions for 
measuring the plate currents of their 
tubes by a single meter, which may 


drops off slightly more 
than this at the very 
high frequencies. The 
harmonic distortion for both ampli- 
fiers at sinusoidal outputs of 6 milli- 
watts is under 0.5 per cent for funda- 
mental frequencies from 50 to 5000 
cycles, and is under 1 per cent for 
levels as great as 12 db higher than 
60 milliwatts. The unweighted noise 
level at the output of the 105A ampli- 
fier, with the gain at 70 db, is at least 
55 db below the program level, while 
with program weighting,* it is 65 db 
below. For the 106A amplifier these 
figures are 75 and go db, respectively. 
Each amplifier contains its own 
power supply, with the power trans- 
former mounted in the amplifier 
chassis. Besides the power supplied to 
its own amplifier, each power unit also 
furnishes alternating current at ten 
volts and direct current at approxi- 
mately 250 volts for auxiliary appa- 
ratus. When this direct-current supply 
is to be used for low-level ampli- 
*Recorp, March, 1936, page 233. 
December 1938 


Fig. 6—The 106A amplifier 


be connected across suitable shunts 
by means of individual switches. A 
suitable meter is installed on the front 
of the 105A amplifier for this purpose, 
and terminals are provided to enable 
this meter to be used to measure the 
plate currents of associated amplifiers. 
No meter is provided with the 106A 
amplifier, although the shunts and 
switches are included. The meter may 
also be omitted from the 105A ampli- 
fier if desired. 

Both amplifiers are arranged for 
mounting on standard 1g-inch relay 
racks or in equipment cabinets. The 
105A requires 10% inches of vertical 
space and the 106A only seven. Their 
appearance is shown in the accom- 
panying photographs. The nameplate 
is of translucent bakelite and serves as 
an “on-off” indicator, being illumi- 
nated when power is on, and dark 
when it is off. 
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These two amplifiers, with the 94C* 
monitoring amplifier and the new 
premixing amplifiers, make available 
to broadcasters complete amplifying 
equipment for the modern studio. 
~ *REcorD, Nov., 1938, page 89. 


They represent the result of careful 
and intensive study of broadcasting 
needs, and besides including the latest 
technical advances, have been care- 
fully codrdinated in design so that 
they cover all present studio needs, 
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Since sensitivity of a telephone receiver depends in no small degree on the 
strength of its permanent magnet, steps must be taken during manufacture to 
magnetize it as strongly as practicable. Modern alloy steels require an intense 
field; to produce it in a path which includes a sizeable air gap, a powerful 
electromagnet is required. Each coil of the one shown above is 7% inches in 
diameter and 51% inches long, and contains about 4000 turns of No. 17 wire. 
The two windings in series consume about 240 watts at 120 volts. One pole 
slides long the bed-plate; its travel is blocked at will by a spring-actuated key. 
A varistor that 1s inserted across the windings of the electromagnet prevents 
dangerous voltage when the circuit is broken. 

This instrument, designed by R. A. Chegwidden and shown above being 
operated by R. P. Smith, is used to magnetize the permanent magnets of 
receivers after they have been assembled in their cases; in that application it 
produces a flux density of greater than 15,000 gausses in the receiver magnet. 
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Distributing Time Announcements 
By P. G. EDWARDS 


Toll Transmission Development 


Twirl the dial and spin it, lass; 
Oh, whirl it round and round; 
They’ve got an hour and minute glass, 
As fine as can be found; 
And when they sweetly tell the time, 
They make a lovely sound... 
K.H.T. in “The Conning Tower” 
N. Y. Herald Tribune 


July 25, 1935. 


IME announcement systems, 
of which K.H.T. takes notice 
in the above verse, have now 
been in use for some years. To be able 
to secure the correct time when it is 
wanted merely by placing a telephone 
call is a great convenience, and it is 
natural, therefore, that the use of the 
system should have increased as the 
possibility of obtaining accurate time 
in this manner became more widely 
known. The general method of mak- 
ing the announcements with the 
standard centralized time bureau, and 
the type of distributing circuit em- 
ployed have already been described in 
the Recorp.* Since the time that 
article was written, however, the sys- 
tem has been improved somewhat. 
Although the subscriber calls the 
time bureau just as he would place 
any other call, and receives the an- 
nouncement from his central office 
over the same telephone line that he 
uses for all his other calls, the circuit 
conditions are distinctly different. An 
ordinary telephone connection is ar- 
ranged so that conversation can pro- 
ceed with equal ease in both direc- 
*Recorp, March, 1931, page 335. 
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tions. Time circuits are not arranged 
in this manner, however. They are 
unidirectional; speech can proceed 
only from the time office to the sub- 
scriber, and should the subscriber 
talk, the operator would not hear him. 

The necessity for such an arrange- 
ment is obvious on a little considera- 
tion. There is only one time operator 
for a large area. In New York City, 
for example, subscribers connected to 
many central offices all receive their 
time announcements from the same 
source. There may thus be, and usu- 
ally are, a number of subscribers 
connected to the bureau at the same 
time, and if they could all talk to the 
operator and to each other, there 
might be such a babble of voices that 
the time announcement would be 
completely lost. It is essential, there- 
fore, that the circuits be designed so 
that while the time announcements 
can flow readily and distinctly to all 
subscribers, their voices will not be 
carried back. 

There are a number of other trans- 
mission features that must also be 
given consideration. Because the time 
announcement is a series of numbers 
rather than related words and phrases, 
transmission has in general been made 
somewhat better than for messageserv- 
ice both in quality and volume. This is 
partially accomplished by providing 
the time operator with a high-quality 
microphone, and also by employing 
a certain amount of equalization 
in the cable circuit. However, the 
matter of obtaining the correct vol- 
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ume of the announcement is more 
difficult. Some subscribers may be in 
the same office as the time bureau 
itself, while others may be connected 
to remote offices reached through long 
tandem or inter-office trunks. The 
volume cannot simply be increased 
until it can easily be heard by the 
most distant subscriber, because if 
this were done, it would be high 
enough at certain locations to cause 
appreciable crosstalk to other cir- 
cuits, which must be carefully avoided. 

An accurate control of volume is 
thus required throughout the time- 
distributing area, and it is obtained 
for the most part by the use of ampli- 
fiers at terminating and tandem 
offices and of adjustable loss networks 
for some of the circuits. It is by the 
design and arrangement of these 
added circuit elements that one-way 
operation also is secured. An ampli- 
fier will transmit in one direction only, 


and for this reason, repeaters for tele. 
phone circuits, where the voice is to 
be transmitted in both directions over 
the same pair of wires, employ two 
amplifiers, one for each direction of 
transmission. The time circuits use 
only a single amplifier at any point, 
and thus transmit speech in only one 
direction. Although it prevents a sub- 
scriber from talking to an operator, 
this use of an amplifier would not 
necessarily prevent two subscribers 
in the same central office area from 
talking together when they were both 
connected to the time bureau, since 
such intercommunication would not 
pass through the amplifier. 

This will be obvious from Figure 1, 
which shows a simplified diagram of 
the circuit arrangement at the time 
bureau, together with the various 
types of branch circuits most com- 
monly employed. Since the trans- 
mitting amplifier passes speech in only 
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Fig. 1—Simplified arrangement of time announcing circuit with the various types of 
branch circuits most commonly employed 
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one direction—as indicated by the 
triangular symbol—any attempt of a 
subscriber to talk to the operator is 
blocked. To prevent two subscribers 
from talking to each other through the 
time distributing bus to which all the 
subscribers are connected, the output 
impedance of the amplifier is made 
very low compared to that of the sub- 
scribers’ loops. The amplifier thus acts 
more or less as a short circuit placed 
across two connected subscriber lines. 
Under these conditions the loss over 
the path from one subscriber to an- 
other is around 66 db. 

This low output impedance of the 
amplifier also reduces the effect of 
the number of subscribers connected 
to the bureau at the same time, since 
the subscriber lines are of relatively 
high impedance. The volume of signal 
the subscriber receives is proportional 
to the voltage on the distributing 
bus, and when the lines it supplies are 
of high impedance, each has but little 
effect on it. The situation is somewhat 
analogous to a low-resistance storage 
battery feeding a number of high- 
resistance circuits; adding or sub- 
tracting circuits has little effect on the 
battery voltage, while if the battery 
resistance were high, the effect would 
be great. 

Besides the distribution arrange- 
ment for supplying subscribers in the 
same office as the time bureau, it is 
necessary also to provide for service 
over trunks to other offices and to 
tandem offices, where the losses in the 
trunks must be considered as well as 
those in the subscribers’ loops. In a 
terminating office, as at A, the output 
of the amplifier is fixed at a value 
which gives satisfactory transmission 
for long and short loops, and for a 
variety of subsets which may be 
found in the plant. Where the dis- 
tances to some of the offices may be 
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too great to be handled satisfactorily 
with a single amplifier, an inter- 
mediate office is employed as a 
secondary distributing center. An 
intermediate amplifier is installed 
here, and permanent trunks to other 
offices are connected to it as at B. 
Terminal amplifiers are installed at 
these other offices, from which the 
distribution is as at a. The inter- 
mediate amplifier makes up for the 
length of trunk between the time 
office and these outlying offices. 

The arrangement at a tandem office 
is in general similar to that at an 
intermediate office and is shown at c. 
The difference is that trunks to out- 
lying offices cannot be permanently 
assigned to the time service. Re- 
quests for time service may come in 
over any of the trunks entering the 
tandem. The amplifiers cannot be 
adjusted, therefore, for a definite 
length of trunk, and an adjustable 
pad is inserted in all the time circuits, 
and is set to make the volume correct 
for the loss on the average trunk. 

While the levels at various points 
should be adequate to give proper 
volume for the announcements, they 
must not be made high enough to 
cause crosstalk to other circuits. At the 
terminal offices there is the added re- 
striction that the subscribers must 
not be able to talk to each other, and 
these two problems are closely re- 
lated—an increase in the volume in 
the announcement results in a de- 
crease in loss in the path between the 
subscribers, assuming a given output 
volume from the amplifier. The losses 
and lengths of all trunks and sub- 
scriber loops have been carefully con- 
sidered in the design of the system, 
and have been fitted into a broad 
plan that will give good service. Such 
a system is now operated in New 
York and San Francisco. 
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NorFo_tK ANTENNA 


The shunt-excited antenna, described 
in the Recorp for August, 1936, was em- 
ployed for the first time on Bell System 
short-wave systems with the new Norfolk 
radio transmitter for harbor and coastal 
radio-telephone service. Located in a 
residence section within a few blocks of 
the beach, this new transmitting station 
seemed to require as inconspicuous an 
antenna structure as possible. By em- 
ploying shunt excitation, a standard steel 
flag pole satisfactorily met requirements. 


From the transmitting sta- 
tion a diagonal trans- 
mission line connects to the 
antenna at a point care- 
fully selected to give maxi- 
mum output with freedom 
from distortion. At its 
base, the pole is connected 
to a radial ground system 
buried in the earth. 


The unattended trans- 
mitter station is of tile 
and concrete construction, 
and the flag-pole antenna 
is mounted in the rear. 
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